Message 


From: Lobik Stephen [slobik@faciLumass.edu] 

Sent: 1/7/20114:16:49 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: 

Jim, 

HI let you know if I hear form Ceci or Beth on a move date. We can always call it off or reschedule need be. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(1} 413-545-6516 

(F) 413-545-3684 
slobik@facii.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Friday, January 07, 2011 10:49 AM 
To: Lobik Stephen 
Subject: RE: 

I contacted IT and told them the date would be 1/12/11. That is What Helen told me. Yes the alarm is OK. 

Jim 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 
Sent: Friday, January 07, 2011 10:45 AM 
To: Hanchett, James (DPH) 

Subject: 


Jim, 

Helen called me to talk about some items in 224 and mentioned you were already working on moving the 
phones...Thanks. Ceci and Beth have not gotten back to me on a date that works for them but I hope it is in 
the near future. 

Alarm up and running? I have not forgotten about meeting with Eric to go over additional shelves and misc. 
furniture. 

Stephen 
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Stephen Lobik 


Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 


Folk OIG PRR 095743 



